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October 19, 1989 


Ms. Mary E. Masi 
Accounting Manager 
The Tobacco Institute 
1875 I Street NW 
Washington, D.C. 20006 

Dear Ms. Masi: 


This is in response to your letter of October 12, regarding the budget 
for the operation of the Tobacco Institute Testing Laboratory (TITL) for 
1990. I have reviewed the budget with my colleagues and have discussed the 
line items at a meeting of the Board of Directors held in Richmond on 
October 3. I trust this information is sufficient. If I can be of further 
assistance, please do not hesitate to call. 



/mro 

cc: Dr. K. S. Houghton 

Mr. H. G. Steele 
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